Min)Slar2 vs Incandescent Bulb 



Intelligent Lighting for the 21st Century 
MiniStarS® Model TL6-5 

Palenl Pending 

LED Replacement for Mini MagLite® 

"The Smartest Light Bulb in the World" 
Replaces Flashlight Bulb in Mini MagLite 
25 Lumen Output 
100,000 hour Lamp Life (10 Years) 
Extends Battery Life 6 times 
Works in 2AA Mini Maglite® 
Retains Focusing Ability of the Mini MagLite 
Tactical Flashlight Performance 
Pure White Light 
Made in the USA 

TerraLUX is not affiliated with Mag Instrument. Inc.. which owns the Maglite® and Mini Maglite® 
trademarks and the trademark shape, style and overall appearance ol the Mini Maglite® 
flashlight. Mag Instrument's trademarks are here used only to identify the flashlight with whhh 
TerraLUX intends its upgrade to wrjrk. The TerraLUX Light Engine is not made, endorsed or 
sponsored by Mag Instruments, Inc. 



Specifications 
Light Output (Luminous Flux): 25 Lumens 
Battery Life > S hours with 2 AA alkaline cells 
Voltage Range: L5 V min. to 3.5V Volts max 
Power Consumption: I Watt (typical) 

Caution! 

• Do not use in appliances that contain more than 2 
alkaline cells in series 

If the bulb does not light, it is in backwards. Remove 
it. rotate a half-circle and re-insert the LGD. 
The MiniSTAR2 is not waterproof. Do not get it wet! 
For use in sealed flashlights. 


